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Single Family Residential 


Apartments with More than 8 Units 


Non-Residential Uses 


Two-Family Residential Nursing Flomes; Other Congregate Flousing Open Space 

Three-Family Residential Mixed Use (Primary Residential, some Commercial) 

Apartments with 4-8 Units Condominium 

Information on this map is from the Arlington Geographic Information System (CIS) database and is intended for planning purposes only. 

















